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vents contamination due to entrance of dust and dirt and also prevents loss
of milk due to spilling. The 10 to iz-gnlloii milk churn is the most suitable
size.
Milk Cans, Bottles, and Smaller Receptacles
The remarks with regard to churns apply with equal force to milk cans,
bottles, measures, and other small receptacles. These articles should be of
such material and so constructed as to allow of ready cleansing, while the
interiors should be smooth and free from scams. They should be provided
with tightly-fitting covers wherever possible. Cleansing and sterilisation
of milk churns and other vessels has already been dealt with, but the
importance of these processes being carried out efficiently must again, be
emphasised.
Transit of Milk by Road or Rail
Churns or other receptacles used to forward milk by road or rail must
have the name and address of the owner clearly mnrked upon them and
must be provided with lids without open-ings, so fitted as to prevent
access of dust, dirt, etc. Except in certain cases, no milk may be removed
from a milk churn or a milk churn opened at a railway station or in a railway
van.
Distribution of Milk by Road
Considerable care is necessary in the distribution of milk by road, on
account of the fact that, where milk is not conveyed in sealed glass bottles,
it is liable to contamination by dust, dirt, etc., every time the churn is opened
for the removal of a quantity of its contents. The large churn in which
milk is contained in a milk flout should be provided with a tightly-fitting
cover and should only be opened for the removal of milk. The practice
of leaving the lid of a churn off for some time while several customers are
supplied with milk is contrary to all public health principles.
Measures used to remove milk should always be kept inside the churn.
If they are not so kept, they are liable to collect dust and dirt, and the next
time they are placed in the milk they will contaminate and spoil the entire
supply. The practice of smoking, which is occasionally indulged in by persons
delivering milk, is very undesirable. It has been observed in such cases that
tobacco ash and dust drop into the liquid. It is very important that persons
delivering milk should realise the delicate nature of the food which they are
handling, and they should appreciate the absolute need for all precautions
necessary to prevent contamination.
The Milk Float or Van
The vehicle used for conveyance of milk must be kept thoroughly
clean, and no live animals or other article likely to give rise to contamination
must be conveyed at the same time as milk is being carried. If at any time
the vehicle is used for the conveyance of offensive matter it must be
thoroughly cleansed before again being used for the conveyance of milk*
Distribution of Milk in Cans by Hand
A certain proportion of milk is distributed by hand and this practice
will continue for some time, although the compulsory grading of milk is
likely to limit this procedure. Here again certain precautions are necessary
to prevent contamination. Cans used to convey milk should be provided